Pipe Leak @ 5th/Meyler 


Subject: Pipe Leak @ 5th/Meyler 

From: Isabella Blue <isabella.blue@lacity.org> 

Date: 3/27/20, 9:52 AM 

To: Sarah Bell <sarah.bell@lacity.org> 

CC: Ryan Ferguson <ryan.ferguson@lacity.org> 

Good morning Sarah, 

Please see this recent message from constituent at 5th St/Meyler in San Pedro. I 
am not sure who this should go to, is this something San can look at? 


Hi Isabella 

I know it is probably not a good time for this. But there has been apparently a 
large pipe leak on the 5th street and the water has been keeping running for a 
few days now. I can not tell where the water is coming from, but it has been 
dumped into the sewage for long time. 

I feel it is huge waste of water. Please check out the video I took this morning. 
https://voutu.be/7IMFHaT-FX4 

It is on w. 5th street and west side of Meyler street. 

Thank you 

Isabella Blue 

Constituent Services Deputy 

Council District 15 | City of Los Angeles 
310.732.4515 

§ 


Our office is continuing to operate at a normal staffing level, however, due to the 
Mayor’s Directive on Coronavirus (COVID-19), our offices are closed to the public at 
this time. As part of our efforts to mitigate the spread of this virus please call or email 
our office instead. Additionally, we are in the process of switching all meetings to 
either web or telephone conferences. Thank you for your understanding. 
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